scoop  batteries  would  be  under  unsupported roof,  and  since he
was  positioned ahead of the batteries,   he  too would be under
unsupported roof.

Mr.   Collins  stated that he was not  aware of any roof
falls  in the mine on August 23  or August  24,   1984,  and that
the  incident concerning the lack of  lights  on his  scoop
occurred on  the  third day of his employment at  the mine.

In  response  to  further questions,   Mr.   Collins   stated
that prior  to his present employment  with  Coon  Branch
Construction,   he  worked for  2 weeks  with  the  Bartlett Tree
Trimming Company earing  $4  an  hour.     He  confirmed that  he
received no state  unemployment  benefits   because  he had used
up all  of  his  eligibility  prior  to his  employment with  the
respondent.

Mr.  Collins reiterated that during  his employment with
the respondent  the  entire coal  pillars  would be mined without
any roof  bolts  being  installed,  and it  was  his view that  this
was  a  common practice.     He confirmed  that  he never filed any
safety complaints concerning this practice   (Tr.   60-80).

Earl  Kennedy testified that  he was   hired  to  work at  the
respondent's  mine by Mr.   William Brewster,   the  mine superin-
tendent.     He  was  hired on  August  13,   1984r   as  a  second  shift
scoop operator,   and  was  paid $70  a shift.      His  supervisor  was
foreman  Hubert Sweeney,   and his   last  day  of  employment was
August  23,   1984.

Mr.  Kennedy stated that during his  employment with the
respondent  he was  engaged  in pillar retrieval work splitting
pillar  blocks  of  low coal.     He  identified exhibit C-2 as  the
applicable roof-control plan for pillar  extraction,  and he
confirmed that  "Plan A"  as  shown on> the plan was  being
followed.

Mr.   Kennedy stated that during his  work shifts at  the
mine  he  never  observed any roof  bolts   installed while  the
pillar splits  were  being mined.     Although a  roof-bolting
machine  was  in  the area,   it  was  backed out  of  the  way and he
never  saw it  used to  bolt  the roof.

Mr.   Kennedy stated that he operated  a  scoop and was
required  to follow the remotely controlled  continuous miner
while the pillar was  being mined.     He  would maneuver  the
scoop under  the  miner boom in order to  load out  the coal  to
the  tail  piece.     He  operated the scoop while lying on  his
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ily quit.
